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ORIGIN HEW-06 

INFO OCT-01 10-13 ISO-00 OES-06 NEA-10 /036 R 

DRAFTED BY DHEW/PHS/HRAAVHCOPE:DD 
APPROVED BY OES/APT/BMP:WWALSH, III 
DHEW/OIH/RBELMONT 
DHEW/OIH/BHOLLAND 
lO/HDC/RANDREW 

042709 

R071642Z JUL 76 
FM SECSTATE WASHDC 
TO USMISSION GENEVA 

UNCLAS STATE 167714 

E.O. 11652: N/A 

TAGS: TPHY, OSCI, TBIO, SZ 

SUBJECT: INTERNATIONAL COLLABORATIVE STUDY OF DENTAL MAN- 
POWER SYSTEMS IN RELATION TO ORAL HEALTH STATUS 

ATTN: HEALTH ATTACHE 

1. REQUEST MISSION CONTACT DR. BARMES, DENTAL CONSULTANT, 
DENTAL UNIT, WHO TO DETERMINE WHO INTEREST IN ARAB REPUBLIC 
OF EGYPT JOINING COLLABORATIVE STUDY. IE AEFIRMATIVE, HRA, 
DHEW WILL CONTACT G.O.A.R.E. FOCAL POINT JOINT WORKING 
GROUP TO DETERMINE INTEREST MOH. HRA, DHEW HAS ALREADY 
BREN CONTACTED UNOEFICIALLY REGARDING POSITIVE EGYPTIAN 
INTEREST THIS PROJECT. KISSINGER 
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Film Number: D760261-1219 
From: STATE 
Handling Restrictions: n/a 
Image Path: 
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Review Authority: schwenja 
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Review Content Flags: 
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Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INTERNATIONAL COLLABORATIVE STUDY OF DENTAL MAN POWER SYSTEMS IN RELATION TO ORAL HEALTH STATUS 

TAGS: TPHY, OSCI, TBIO, SZ, EG 
To: GENEVA 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



